ORIGINAL BOUNDARY PER RCRD PLAN A2243-—1179 
RESULTS OF AGREEMENT RCRD 2390-0038 ARE NOT CLEAR 


AND ARE NOT SHOWN ON THIS PLAN. 


mewn 
baal 


CUTLER AVE 


13.5'+ 14.4°4 


72.46’ 


LOCATION PLAN: 7 CUTLER AVE, HAMPTON, NH 


OWNER: ROBERT LADD SCALE:1”=10’ 
OCT 29, 2002 STOCKTON SERVICES 
(FOR VERIFICATION OF EXISTING SETBACKS ONLY) REVSED 11/04/02 


